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PART I - Section 4 
Notifications regarding Appointments , Promotions, Leave, etc ., of Officers issued by the Ministry of 

Defence 


MINISTRY OF DEFENCE 


MINISTRY OF DEFENCE 
No, 1921, dated 20th Sep . 1960. - Shri R . P . Sarathy, IA & 
AS (Retired ), Addl. Sery ., Min . of Dcf., is granted extension 
of refuscd leave on average pay for 14 days w .c. f. 20th Sep . 
1960 . 

J. S. LALL . Jt. Secy. 


INDIAN ORDNANGE FACTORIES SERVICE 
No. 1926 , dated 26th Sep . 1900 . – The President is plcased to 
make the following appointments: 

Shri Natarajan Pandian as A . W . M . (on probation ), 26th 
Dec . 1959, 

Shri S . N . Atal, Offg. Sr. A . W . M . as Offy . W .M . until further 
orders, 1st Sep . 1960 . 


K . RAJAGOPALAN , Under Secy , 


No . 1922, dated 21st Sep . 1960. - Shri R , M . Chakravarty , a 
permt. Grade J Officer of the C .S .S ., Under Sccy ., Min . of 
Def., is granted cxtension of earned leave for 7 days w .e .f. 
22nd Sep , 1960 . 

No . 1929 , dated 21st Sep . 1960. -- Shri J. S , Chugh , a permt, 
Grade IV and offg . Grade II Officer of the C . S .S., Section 
Officer, Min . of Def., is granted earned leave for 14 days 
W . c. f. 15th Scp . 1960 . 

No. 1924 , dated 1st Oct . 1960 , - Shri A , S , Bedi, a proba 
tioner in Grade III of the C .S .S ., Section Officer, Min , of 
Dcf., is granted study lcavc for 7 months 29 days w .e.f. 16th 
Scp . 1960 . 

MAN SINGH , Under Secy. 


NATIONAL. CADET CORPS 
No. 1927 , dated 26th Sep . 1960 . - The President is pleased to 
grant commissions to the following w .ef. 31st July 1960 :-- 


Senior Division (Army Wing ) 


To be 2 / Lts. 


Madras 
Narayanaswamy RAMADASS (NCC / 1929). Chelliah Daniel 
BEN (NCC / 1925 ), Bommanchettiar SOMASUNDARAM 
(NCC / 1926 ) . Govindaswamy SUBRAMANYAN (NCO / 
1928 ), Rajapandlan KANAGASABAPATHY (NCC / 1929 ), 
Avittathur Ramakrishnałyer VENKATARAMAN (NCC / 
1930 ), Suvakinpillai KULANDAINATHAN (NCC / 1981), 
Amritarai Theodore SOUNDRARAJAN NCC / 1982 . 
Kalukkanimuttam Paramasivampilla RATHINAM (NCC 
1933 ), Pongurul SRINIVASULU (NCC / 1994 ), Joscph Antony 
STEPHEN (NCC / 1935) . Triprayar Krishnaswamy NATARA 
JAN (NCC / 1936 ). Chakrapany VENKATESAN (NCC / 1937) . 
Henry Solomon DONALD (NCC / 1988 ), Muramel Venugopal 
SUBRAMANIAM (NCC / 1939 ) . 


RESEARCH & DEVELOPMENT ORGANISATION 
No. 1928 , dated 27th Sep . 1960. The President is pleased to 
make the following appointments: 

Defence Science Service 
Shri N . T . GEORGE, Pmt. SS.O , Gde. II, Defence Metal 
lurgical Research Laboratory , ICHAPUR , to bc officiating 
Senior Scientific Officer Gradc ( in the same Establishment, 
80th June 1960 (FN ). 

Shri A , K . BANERJEE , Ty SSO I /Offg . SSO I, Head 
quarters, Research & Development Organisation , New Delhi, 
to be Tempy. Senior Scientilic Officer , Grade I, in that Hqrs., 
27th Oct. 1958. 

Dr. Jayanti Kumar Sinlia to be temporary Scnior Scientific 
Officer Grade 1 ( Electronics), Radar Research Unit, for a 
period of one year , in an existing vacancy , 29th Aug . 1960 
(FN ), 

Shri N . C . Bhattacharjee , Pmt. Foreman , Offg . A . S .D . 
Grade III / JSO Armament Research & Development Establish 
ment , Kirkcc , to be Temporary Junior Scientific Officer in 
the same Establishment, 19th July 1957 (FN ). 

Shri y . K . PHADNIS , Offg . Foreman / Permanent Charge 
man , Weapons Design Team , AMBARNATH to be Junior 
Scientific Officer, in the same Establishment on probation for 
two years, 27th July 1959 (FN ) . 

(M , of D . Noin . No. 1532 , dated 4th Aug. 1960 , published 
in thc Gazette of India , Part I, Section 4 . No. 39, dated 13th 
Aug. 1960 in 90 far as this officer is concerned is hereby 
cancelled ) . 

On transfer from Directorate General of Civil Aviation 
Shri Franji Minochehr Soonawala , Permt. Assistant Aircraft 
Inspector to be tempy. Senior Inspecting Officer , Directorate 
of Technical Development and Production (Air ) w .e.f. 20th 
Scp . 1960 , until further orders , 

SEWA SINGH , Uoder Secy . 


Mudhya Pradesh 
Laxıninarayan Ramchandrao MALEWAR (NCC / 1184 ), 
Janaswamy SHYAM SUNDARAM (NCC / 1185 ), Govind Singh 
YADAV (NCC / 1186 ) , Hari Shankar BHIALE (NCC / 1187) , 
Surendra Nath DIXIT (NCC / 1188 ), Hukam Chand PATIDAR 
(NCC / 1189 ), Ghanshyam Day CHANDAK (NCC / 1190 ), Uttam 
Chand JAIN (NCC / 1191). 


Mysore 
Vakkaleri Ramachandrarao LAKSHMANA RAO (NCC / 
3250 ), Jeromc ISAAC (NCC / 9251). 

No, 1928 , dated 20th Scp. 1960 , - The President is pleased to 
grant commissions to the following w . c .f. Srd July , 1960 : 


Junior Division (Army Wing ) 

To be Third Officers 


Madras 
GOPALAKRISHNAN RAMU (NCCT/51036 ). YESU 
PATHAM ERSKINE DEVASIRVATHAM (NCCT/51097) . 
NARAYANASWAMY NATARAJAN (NCC ) / 51043), " SALEM 
CHINNASWAMY MARIAPPAN (NCCT/ 51045 ). 
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JOINT CU 


JOINT CIPHER BUREAU 
No. 1983 , dated 21st Sep . 1960 , – The President is pleased to 
appoint Shri Amar Singh , pcrmt. Technical Assistanl/ tempy, 
Junior Research Officer, G . S . Branch , a tempy . Rescarch 
Officer on probation for a period of two years w .c .f. 29th Aug . 
1960 . 


Madhya Pradesh 
Ghcwar Chand JAIN (NCCT/5957 ). Shyam Vinod SINITA 
(NCCT/ 5358 ), Shatrughan Prasad TIWARI (NCCJ / 5959 ), 
Ramkumar PANDE (NCCT/ 5861). MOHAMMAD ABDUI. 
WAFEED SIDDIQUI (NCCT / 5369) , Udaya Bhanu VERMA 
(NCCJ/5864 ). 

Bihar 
Sushil Kumar GHOSHAL (NCCJ/ 1290 ). 

Mysore 
BOVERIANDA MUDDAPPA MUTILAPA (NCCT / 23068 ), 
KANGANANDA KALAPPA BHEEMALAH (NCCT/ 23069 ). 

Andhra Pradesh 
HINDUPUR SUBBA RAO (NCCT/ 41017), BALNAG RAO 
PATALAY (NCCJ /41018 ). PADAKAL LAKSHMA RAO 
(NCCT/41019 ). KUNDANAMADUGU SESHAGIRI RAO 
INCCT/ 41020 ), MYAKALA PATTABHI RAMIAH (NCCI/ 
41021), DAVID KATRU (NCCI / 41022 ). CHIRRAVURI 
PEDDA SOMAYAJULU (NCCJ/ 41028). 


PSYCHOLOGICAL RESEARCH WINC 
No. 1994 . dated 21st Sep . 1960 , - The undermentioned offcerg 
are granted leave: 

Shri N . R . Jain , Permit. Junior Scientific Officer , earned leave 
for 27 days, 8th Aug . 1960 . 

Shrimati Irene Jain . Permt. Juntor Scientific Officer , combin 
cd leave as under : 

Earned Leave for 1 day, 8th Aug . 1960 . 

Half pay leave for 26 days , 9th Aug. 1960 to 3rd Sep . 
1960 . 

S. S. TANEJA , Asstt. C .A . O . 


Rajasthan 
Raghuvir Singh CHAUHAN (NCCJ / $ 1098 ). 


No . 1929 , dated 20th Sep , 1960 . - The President is pleased to 
grant commissions to the following w .e, f. 5th June 1960 : 


Junior Division (Air Wing) 
To be Third oficers 

Madras 
NADUVATTI MATHA GOWDER BOJAN (NCCJA / 81048 ) . 
DAVID PONNIAH KATTAR SINGH NCCJA /51050 ), 
ABBOO NAIDU KRISHNARA (NCCJA /51052), RAMA 
NUJAM RANGASWAMY (NCCJA / 51058). 


ARMY BRANCH 
No, 1938 , dated 23rd Sep . 1960. – The President is pleased to 
make the following appointments : 

COMDS. & STAFF 

To be Comdrs. Inf. Bde. 
A / Brig . M . S. Chatterjee (IC -554), M .C ., Bihar, 18th June 
1960 
A /Brig. P. Chowdry (IC-902 ), 5 G ,R., 18th Aug . 1960. 

ARMY HEADQUARTERS 

To be, Dir . D .S.C . 
Brig , K . O . Law (IC -87 ), 10th Aug . 1960 . 

To be a C .E ., Border Roads 
A / Brig , O . M . Mani ( IC -410 ), Engineers, 18th May 1960 . 

To be D .D .S.T . 
LC .-Col. (A / Brig .) A . J. R , Dyer (IC -1995 ), A .S.C., 22nd Aug . 
1960 . 

K . C . JAIN , Dy. Secy. 


Singh 


Punjab 
Jaswant Singh SOHAL (NCCJA / 7448), Lachhman 
BÓPARAI (NCCJA /7449). 

Andhra Pradesh 
REGULAGEDDA SITAPATI RAO ( NCCJA / 41024 ). 

Rajasthan 
Jugal Kishore TOMAR (NCCJA / $ 1048). 


No. 1986 , dated 23rd Sep . 1960 . – The President is pleased to 
make the following appointments: 


No. 1980 , dated 20th Sep . 1960 . – The President is pleased to 
make the following promotions: 

Girls Division (Senior Wing ) 


REGULAR ARMY 


2 / Lts. to be Lts . 


West Bengal 
Mrs. B . Mukherjec nee Banerjee (NCC /GD / 2807), 15th Julv 
1959. 


Delhi 


Migs S. Paul (NCC /GD / 1206), 19th July 1960 . 


Regular Commission 
Thc undermentioned emergency commissioned officer to be 
Capt. w . c. f. 31st July 1957 , with seniority for pay and pro 
motion under A . I. $ 74 / 46 , as indicated against his name and 
rclinquishes his emergency commission : 

GANPAT SINGH (IEC 8375 now IC 11774 ), Artillery, with 
Aeniority as Lt, from 20th Mar, 1944 and as Capt. from 20th 
Mar , 1950 , but for purpose of pay only from 2011 Mar , 1942 , 
under A . I, 222 / 48 . 

( This cancelo M , of D . Notd . No . 278 , dated 29th Jan . 1960 
published in thc Gazette of India , dated 13th Fel), 1960 , in 
so far as it relates to this officer). 

The undermentioned short gervice regular commissioned 
officer to be Capt. w .c. f, 7th June 1954 , with scriority for pay 
and promotion under A .J. 12 / S / 50 as indicated against his 
name and relinquishes hiy short scrvice regular commission : 

MAGNI RAM ( SS 16166 now IC 6907), Infy ., with seniority 
as 2 / Lt . from 24th Apl, 1947, a . Lt. from 24th Apl. 1919 and 
as Capt. from 24th Apl. 195 $ . 

( M . of D . Notn . No . 1029 dated 14th Aug. 1954 in so far as 
it relates to this officer is hereby cancelled ). 


Rujasthan 
Mrs. J . Lall (NCC / GD / 3609), Miss N . Chatterjec (NCC ! 
GD / 3611 ). Miss B . Gupia (NCC /G1 / 3612 ). Ming 1,. M . Jacob 
(NCC /GD / 3608), Ming P , Mishra (NCC /GD /3610 ), 19th " July 
1960 . 

A . L . ROONGTA, Under Secy . 


No. 1981, dated 22nd Sep , 1960, - Thc undermentioned are 
granted the Hony. Rank of Colonel in the N . C .C . and are 
appointed as Hony, Col. Commandants N .C . C . in their res 
pective Universities for the period of their appts. as Vice 
Chancellors:--- 

Prof. Kali Prasad , Vice - Clmanccllor, Lucknow University , 
Lucknow , lut Apl. 1960 . 

Prof. K , N . KATHPALIA , B . A . (Hons ), M . L. E ., F . A . S .C .E .. 
MIA . H .R ., Vice -Chancellor , Roorkcc University , Roorkce . 
19 h Dec. 1959 . 


REGULAR ARMY 
Permanent Regular Commission (Special List) 
The undermentioned J. C .O . is appointed to a permanent 
regular commission in the Special List of Technical Officers 
in E . M . E . w .c .f. 15th July 1960 in the rank of Lt. Under A . I. 
24 /59: 

Tem . GURBACHAN SINGH (JC -7905 now SL - 988), E .M . E ., 
with seniority from 15th July 1958 for purposes of pay only 
under A .I, 222 /48. 

The undermentioned regular officer is transfcrred to a 
permanent regular commission in the Special List of Techni 
cal Officer in the Corps of Sigs . 

Capt. Balakrishnan NAIR (IC -9208 now $ L -987), Sigs., 28th 
May 1960 . 


No. 1982, dated 26th Sep . 1960. - Dr. K , V , Putlappa is per 
mitted to relinquish his Hony . Rank of Col. in the N . C . C . 
and his apptt. as Hony. Col. Commandant N .C .C . on tormi 
nation of his apptt. as Vice - Chancellor , Mysore University , 
Mysore w . e.f, 2nd July 1960 . 

J. A , DAVE , Dy. Secy . 
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The undermentioned rcgulat retired ofliccrs have been re 
employed in the pubs, ranks of Capls. for a period of 3 ycars 
w .e. f. 29th Junc 1960 under A .I. 6 / 8 /57 with seniority for 
increments of pay as indicated against their names: 

Gurbachan Singh ( IC 2851) , A . S . C ., with seniority froin 
13th Dec, 1943 , but for purposes of pay only from 13th Dec . 
1941. 

Dhian Chand ( IC 9407), Infy ., with seniorily from 7th Feb . 
1941. 

- The undermentioned regular rctired officer has bcen re 
cmmployed in a post carrying the rank of Captain for a period 
of 3 years w .cf, 30th June 1960 under A . I. 6 / S / 57 with 
seniority as indicate against his name: 

Raghunath Singh (IC 9050 ) Armoured Corps with seniority 
from 1912 Nov. 1945 . 

MAHIDHAR , Under Sccy . 


No. 1941, dated 23rd Scp . 1960 . - The President is pleased to 
yrant a permanent regular commission in the Special List of 
Record Officers to the undermentioned J .C .O . w .ef. 2nd July 
1956 in the rank of Lt. under A .I. 78 / 5 : rcad with M . of D . 
letter No. 75169 /ORG 2 (MP) (a )/ 2481 / D (AG - II), dated 23rd 
July 1960 . 

REGULAR ARMY 
Perianent Regular Commission (Special Line) 
Sul), JAGMAL SINGH (35864- JC now SL 170 ) , with 
seniority from 2nd July 1954 for purposes of pay only under 
A . 1. 222 / 48 . 

Arrears of pay and allowances will be alıniyyiblc from 28rd 
July 1960 . 

( This cancels M . of D , Noln . No. 200, dlated 22nd Jan . 1957 
published in the Gazette of India , dated 2nd Feb , 1957 in Ao 
far as it relates to this oficer ). 


No. 1942, dated 17th Sep . 1960 . - The President is pleased to 
grant a permanent regular commission in the Special List of 
Record Officers to the undermentioned J. C . O . with effect from 
26th Nov . 1956 in the rank of Lt, under A .I. 78 / 53 read with 
M . of D . letter No. 75169 /ORG 2 (MP) (a )/ 2481/ D (AG - II ), 
dlated 23rd July 1960 . 


No , 1987, dated 24th Sep . 1960 . – The President is pleased to 
make the following appointments : 

TERRITORIAL ARMY 

Territorial Commission 
Thic undermentioned ex - short service commissioned officer is 
granted a Territorial Army Commission w . e.f. lst July 1959, 
but with seniority for purposes of promotion under para 98 
TA Regs . and for increments of pay under para 25 , TA Regs. 
1948 as amplified by Al 217 /59 as indicated against his name: - 

To be Lt. 
Dewan Sing GHALE ( ex SS 15093 now TA 40789 ), Infy .. 
for promotion as 2 / Lt. from 218t Mar, 19.55 and as Lt. from 
21st Mar . 1958 and for increments of pay from 21st Mar . 1953. 

( M . of D ., Notn . No , 884 / 60, published in the Gazette of 
India dated 20th Feb , 1960 in so fat ag It relates to this officer 
is hereby cancelled ) , 

A . L . ROONGTA , Under Secy . 


REGULAR, ARMY 
Permanent Regular Commission (Special List ) 
Sub . Tilak Raj VIG (42896 - JC now SL - 189 ), A . S .C ., with 
seniority from 26th Nov . 1954 for purposes of pay only under 
A . I. 222/ 48. 

Arrears of pay and allowances will be admissible from 23rd 
July 1960 . 

( This cancels M . of D . Notn , No. 976 , dated 2nd Mar. 1957, 
as amended by Corrigenda No. 1289 , dated 12th July 1958 , in 
so far as it relates to this officer). 

MAHIDHAR , Under Secy . 


No, 1949, dated 24th Sep . 1960 .- The undermentioned ex 
J . C . O . is re - employed on the active list, in the rank and from 
the date specified : -- 

REGULAR ARMY 
in the rank of Jemdr, 

Deſence Security Corps 
Jem . Behari Lal (JC -234), formerly Artillery, 9th July 1960 . 

B . P . SRIVASTAVA , Under Secy. 


No , 1988 , dated 23rd Sep , 1960 . - The President is pleased to 
grant a permanent regular commission in the Special List of 
Quartermasters 1st Nov . 1954 in the rank of Lt, under A . I . 
78 /53 read with M . of D . letter No. 75169/ ORG 2 (MP) (a ) 
2481 / D (AG -II), dated 23rd July 1960 . 

REGULAR ARMY 
Permanent Regular Commission (Special List ) 
Jem . HARCHARAN SINGH (48806 IC now SL 21), with 
Seniority from 1st Nov . 1952 for purposes of pay only under 
A .I. 222 / 48 . 

Arrears of pay and allowances will be admissible from 23rd 
July 1960 . 

( This cancels M . of D . Notn . No . 45 , dated 8th Jan . 1955 
in 90 far as it relates to this officer). 

No, 1939 , dated 23rd Sep . 1960. – The President is pleased to 
grant a permanent regular comnission in the Special List of 
Rccord Officers to the undermentioned J. C . O . w .ef. lst Nov . 
1954 in the rank of Lt. under A . I. 78 / 53 read with M . of D . 
letter No . 75169 /ORG 2 (MP) (a ) / 2481 / D (AG - II), dated 23rd 
July 1960 , 

REGULAR ARMY 
Pernianent Regular Commission (Special List) 
Jem , CHANDAR SINGH (21517 now SL 50 ), Engineers , 
with seniority from 1st Nov. 1952 for purposes of pay only 
under A . I. 222 / 48 , 

Arrears of pay and allowances will be admissible from 23rd 
July 1960. 

( This cancels M . of D . Notn . No , 14 , dated 1st Jan . 1955 
in so far as it rclates to this officer ). 

No. 1940, dated 28rd Sep , 1960. - The President is plcased to 
grant a permanent regular commission in the Special List of 
Record Officers to the undermentioned J.C .O . w . e.f. 1st Jan . 
1955 in the rank of Lt. under A .I . 78 / 5 $ read with M . of D . 
Ictter No . 75169 /ORG 2 (MP) (a )/ 2481 / D (AG - II) , dated 23rd 
July 1960 . 

REGULAR ARMY 
Permanent Regular Commission (Special List) 
Tem . (A / Sub.) Pudussery Kunhiraman NAYAR ( 10 22376 
now SL 98 ), with scniority from 1st Jan . 1953 for purposes of 
pay only under A .I. 222 / 48 . 

Arrears of pay and allowances will be admissible from 23rd 
July 1960 . 

( This cancels M . of D . Notn . No. 1136 , dated 24th Scp . 
1955 in so far as it relates to this officer). 


No, 1944 , dated 23rd Sep . 1960 , - The seniority of the Ander 
mentioned officer already notified in M . of D . Noen . No, 
1462, dated 3rd Aug. 1957 is revised as under w .c .f. 18th Feb . 
1960 under Govt. of India letter No . 02846 / 2186 / MS 3D / 
425 / D (MS), dated 18th Feb . 1960 : 

REGULAR ARMY 

Permanent Regular Commission 
Karain Singh (IC 8314 ), Sigx ., with seniority as 2 / Lt. from 
8th Dec . 1941 as Ll, from 8th Dec. 1943 and as Capt. from 
8th Dec. 1947. 

(Arrears of pay will be admissiblc only from 18th Feb . 
1960 ). 

No. 1945, dated 27th Sep . 1960, - The undermention officers 
on probation are confirmed : - - 

REGULAR ARMY 

Temporary Commissions 
Lts . Shiva Nath (TC 91127), K , C , Sharma ( TC 91128 ) and 
S . K . Anand ( TC $1129 ). 


No, 1946 , dated 23rd Sep , 1960 . - The President is pleased to 
confirm the undermentioned officers consequent on the com 
pletion of the probationary period : 

REGULAR ARMY 
ARMY MEDICAL CORPS 

Permanent Regular Commission 
Maj. G . L . Dua (MR -1006 ), 21st Mar. 1958 . 

Capts. S . S . Anand (MR - 986 ), H , Singh (MR - 989 ), B . R . 
Unadhava (MR-991 ), H . K . Das (MR -993 ), and M , L , Sapra 
(MR-994 ), 3rd Feb . 1958 . 

Capts . H , L . Kher (MR - 1007), S . N . Misra (MR - 1009 ), S . C . 
Abrol (MR- 1010 ) , P , K , Bhattacharyya MR - 1012 ) and 
A , Mukherjcc (MR - 1015 ), 21st Mar , 1958 , 
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R . 4 . Michael (IC 9951), Infy., 3rd Aug. 1958 but for the 
purpose of pay and allowances from $ ril May 1960 . 

fogindar Singh (IC 8811). Infy ., 20th Oct, 1958 but for 
the purpose of pay ind allowances from rd May 1960 . 

K . C . Muthana (IC 9118 ), Infy ., 20th Jan . 1959 but for 
the purpose of pay and allowances from 3rd May 1960 . 

Hardit Singh ( IC 91.56 ). Infy ., 1st Apl, 1959 but for the 
purpose of pay and allowances from $ rd May 1960 . 

K . R . Narayına Run (IC 954 ] ) , Infy ., 21st June 1959 but 
for the purpose of pay and allowances from 3rd May 1960 . 

M . S . A . Khan (IC 10273 ), Infy., 8th Nov . 1959 but for 
the purpose of pay and allowances from 3rd May 1960 . 

B . P . Ahadan (IC 10238 ), A S . C 3180 July 1957, with 
seniority from lith Oct. 1955 and for the purpose of pay and 
Jllowances from 3rd May 1960 , 

D . N . Paliwal ( IC 9191 ), A . S. C ., 31st July 1957 , wth seniority 
from 27th June 1956 and for the purpose of pay and allow 
anes Iron 3rd May 1960 , 


No. 1947, dated 23rd Sep . 1960 . - The President iy pleased 10 
make the following promotions : 

REGULAR ARMY 
Regular Commissions 

Cupts . to be Majs . 
J. D . B . Grandolivu (IC 1816 ), Infy, and D . N , Chibber 
(IC 2321), A . E . C , 3rd May 1960 . 
S . M , M . Jaffcry (IC 5685), Signals, 11th May 1960 . 

S. N . Limaye (IC 5001), Infy., S . K . Kalo (IC 1:1-16), V . K . 
Pillai ( IC 8710 ), D . L . Kulkarni (IC 8742), A . O .C ., Hazura 
Singh ( IC 5040 ), V . P . Gulati (IC 6281) , E . M . E ., and D . S 
Rao (1C 7170 ), A .S .C ., 13th July 1960 . 

C . K . Kichlu ( IC 4360) , B . B . Shahani ( IC 4362 ), S . Kumar 
(IC 4969), Y . S . Mathur (IC 4364), M . M . Talwar (IC 4372), 
$ . S . Balla ( IC 4978 ), P . P . S. Virdi (IC 1974), K , N . Mathur 
(IC 4380 ), J. S . Sodhi ( IC 4381) and K . A . GEORGE (1C 4389 ). 
A . O . C ., Srd Aug. 1960 . 

J. S . Sekhon (IC 8825 ). Infy., 13th Aug . 1960 . 

No, 1948 , dated 27th Sep , 1960 . - The President in pleased to 
make thc following promotions under AI 7 / 8 /57 and the 
Government of India , M . of D . letter No. 63624 / CS /MT 20 / 
2302- B / D (GSII), dated 19th Aug . 1959 as amended by Corri. 
gendum No. 63624 /GS /MT 20 / 980 - B / D (GS II), dated 22nd 
Apl. 1960 ; 

REGULAR ARMY 
Regular Commission 

Capts to be Majs. 
Pratap Sinhji ( IC 8315 ), Infy ., 28th May 1957 , but for the 
purpose of pay and allowances from 5th Jan . 1960 . 

Raghbir Singh (IC 9507), Infy ., 31st July 1957, but for the 
purpose of pay and allowances from 19th Aug. 1959. 

Parmodh Singh (IC 9954 ), Infy ., 31st July 1957 , but for the 
purpose of pay and allowances from 19th Aug . 1959 . 

Balwant Singh (IC 9298 ), Infy ., 818t July 1957 but for the 
purpose of pay and allowances from 5th Jan . 1960 , 

N . S . Karki (IC 9447), Infy ., 31st July 1957 , but for the 
purpose of pay and allowances from 19th Aug . 1959. 

Laxuman Shinde (IC 9527 ), Infy., 818t July 1957 , but for 
the purpose of pay and allowances frota 19th Aug. 1959. 


No. 1950, dated 27th Sep . 1960. -- The President is pleased to 
make the following promotions : -- 

REGULAR ARMY 
Rrgular Commissions 

Lts. to be Capts . 
R . K . Bhavnani (IC 6858 ), Sigs., 6th June 1960 , 
R . S. Ray (IC 5175), Artillery , 5th Apl. 1960 . 

2 / Lls, to be lis. 
0 . P. Bisla (IC 8172). Infy , 9th Dec. 1958 . 
N . S. Rai (IC 10564), A . S.C ., 8th June 1960 . 


No, 1951 , dated 23rd Sep . 1960 . - The President is pleased to 
make the following promotions: 

RECULAR ARMY 

Army MEDICAL CORPS 
Permanent Regulur Commissions 

Lis to be Capts. (on probn .) 
II. SOLOMON (MR - 1898 ), 29th May 1959 with senlority 
from 18th Jan . 1958 . 

A . N . GHOSH (MR -1939), 29th May 1959 with seniority 
from 13th Apl. 1958 . 

MAHIDHAR , Under Secy . 


No . 1949 , dated 27th Sep . 1960 . - The President is pleased to 
make the following promotions under AI 7 / 8 /57 and Gov . 
ernment of India, M . of D , letter No. 16 ( 9 ) / 57 / D (GS -II), 
dated 31st Dec. 1958 : 


REGULAR ARMY 


Regular Commissions 


No. 1952 , dated 24th Sep . 1960 . – The President is pleased to 
make the following promotions: 

RECULAR ARMY 

Infantry 

1 GR 

To ha Jemdes 
Hav. Thamansingh Gurung ( No . 50804006 now JC -11481), 
9th May , 1960 . 

Hav . Gajbaliadur Gurung (No. 5030642 now JC - 11482) and 

Hav. Jitbahadur Rana (No. 5030371 now JC - 1] 489) 20th 
June 1960 . 


Capts , to he Majs . 
Aziz- Ul- Karim Siddiqi (IC 9587) and F . E . N . C . Das ( IC 
9930 ), Infy ., 31st July 1957, with seniority from 2nd May 1955 
and for the purpose of pay and allowances from Srd May 
1960 . 

Raweshwar Prasad ( IC 9712 ), Infy ., 31st July 1957, with 
seniority from 18th Aug. 1954 and for the purpose of pay 
and allowances from Srd May 1960 . 

G . $ . Sohal (IC 9290) and M . G . Dawande (IC 9457), Infy., 
31st July 1957, with seniority from 17th May 1955 and for 
the purpose of pay and allowances from 3rd May 1960 . 

P . Anandan Nair (IC 9297). Infy ., 31st July 1957 , with 
seniority from 2nd July 1955 and for the purpose of pay 
and allowances from 3rd May 1960 , 

1. B . Inwalla ( IC 9928 ), Infy ., 31st July 1957 , with acniority 
from 23rd Aug. 1955 and for the purpose of pay and allow 
ances from 9rd May 1960, 

Pargat Singh (IC 9494 ), Infy ., 31st July 1957, with seniority 
from 10th Jan . 1956 and for the purpose of pay and allow : 
ances from 3rd May 1960 . 

F . Eduljee (IC 9708). Infy ., 31st July 1957, with seniorliy 
from 12th June 1956 and for the purpose of pay and allowances 
from 3rd May 1960 . 

Abhe Ram ( IC 9462), Infy ., 31st July 1957, with seniority 
from 3rd Oct. 1956 and for the purpose of pay and allowances 
from 3rd May 1960 . 

I. S . Ranc (IC 8012 ), Infy ., 3rd June 1958 but for the 
purpose of pay and allowances from Brd May 1960. 

R . S. Tripathi (IC 8860 ), Infy ., 10th June 1958 but for 
the purpose of pay and allowances from 3rd May 1960 . 

N . R . A . Dave (IC 8894 ), Infy., 80th July 1958 but for the 
purpose of pay and allowances from Sid May 1960 . 

G . S . Rautela (IC 9056) , Infy ., 318t July 1958 but for the 
purpose of pay and allowances from 3rd May 1980 . 


7o be Jemdr. (Clerk ) 
Hav / Clk Lilbahadur Thapa (No . 5029148 now JC - 11497), 
6th Aug. 1960 . 

The Maratha LI 

To be Jemdr. ( Clerk ) 
Hav / Cik Udhe Singh Parmar (No. 2435879 now JC - 11513 ), 
19th Aug. 1960 . 

To be Subdr (Clerk ) 
Jem / CIK Gouri Shankar (59401- JC ) 19th Aug . 1960 . 

The Rajputana Rif 

To he Subdr. 
Jem . Birbal Ram (JC -1702 ). 15th June 1960 . 


To he Jemdrs 
Hav. Ugam Singh (No. 2881300 now JC- 11484), 3rd May 
1960 . 

Tlav. Haribhao (No . 2727099 now JC- 11485), 7th June 19604 
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To be Subdrs. 
Jcm . Parsa Singh ( JC - 1722), 15th May 1960 . 
Jem . Virabhimaniyou (JC - 1802), 7th June 1960. 

The Grenadlors 

To be Jemdrs. 
CHM Mebar Singh (No. 2637848 now JC-11500 ), lot Jan . 
1960 . 

CHM Mehar Singh (No. 2637676 now JC -11501), 18th June 
1960 . 

CQMH Thakur Dass (No. 2634334 now JC -11502), 23rd Junc 
1960 

CQMH Ramji Lal (No. 2688358 now JC - 11503), 25th June 
1960 . 

CHM Jairam Singh (No . 291548 % now JC -11904), 28th June 
1960 , 

CQMH Sub Ram (No. 269771$ now JC - 11505 ), 80th June 


REGULAR ARMY 
Armoured Corps 

To be Risldr. (Clerk ) 
Jem / Cik K , Gurumyachar (JC -537), 10th June 1960 . 

To be Jemdrs. 
MOMD Tara Chand (No . 1015946 now JC - 11486 ), DFR 
Gurdev Singh (No, 1008781 now JC - 11487), SDM Unnikrishnan 
Nair (No . 1005879 now JC - 11488 ), SQMH P . Balakrishnan Nair 
(No . 1001465 now JC - 11489) and RQMD Mukhtar Singh 
(No. 1015032 now JC - 11490 ), 20th May 1960 . 

SDM Sethumadhavan Nair (No. 1005601 now JC - 11491), 
22nd May 1960. 

SQMD Harbans Singh (No . 1014997 now JC - 11492), 8th 
July 1960 , 

REGULAR ARVY 
Corps of Engineers 

MES Mil Cadre 

To be Jemdr. (Supdt. E / M GD II ) 
Hav MK Parameswaran Pillai (No. 1317721 now JC -11479), 
1st July 1960 , 

To be Jendr. (Clerk ) 
Hav / Clk Shyam Lal (No. 1405684 now JC - 11480 ), 15th July 
1960 . 


1960 . 


B . P . SRIVASTAVA , Under Secy . 


BHM Raghbir Singh (No. 2638359 now JC - 11506) and 
Hav . Shamer Singh (No . 2697603 now JC 11507) 1st July 
1960 . 

P / A /Hav. Romal Singh (No. 2634750 now JC -11508), 10th 
July 1960 . 

Hav. Hari Singh (No. 2632920 now JC - 11509), 13th July 
1960 . 

CQMH Mool Singh (No. 2915544 now JC - 11510), 15th July 
1960 , 

CQMH Man Singh (No. 2631065 now JC -11511), 29th July 
1960 . 

BHM Dip Chand (No. 2637466 now JC -11512), soth July 
1960 , 

The Sikh Regt. 

To be Jemdrs. 
Hav . Buta Singh (No. 8847546 now JC -11498), 26th July 
1960 . 

Hav . Gurmel Singh (No. 9929245 now JC - 11494), 28th July 
1960 . 

BQMH Darshan Singh (No. 3994989 now JC - 11495 ), 29th 
July 1960 . 

CHM Rapdamman Singh (No. 8847297 now JC -11496), 2nd 
Aur. 1960 . 

The Punjab Regt. 

To be Jenidrs . 
Hay , Punjab Singh (No. 2438336 now JC - 11471), 3rd May 
1960 . 

Hav . Ram Singh (No. 2491272 now JC - 11472), 8th May 
1900 . 

The Sikh LI. 

To be Jemdrs. 
Hav. Karter Singh (No. 1428775 now JC - 11479), 4th May 
1960 . 

Hav. Amar Singh (No. 4431259 now JC - 11474 ), 9th May 
1960 . 

The Parachute Regl, 

To be Subdr. 
Jem , Hari Singh (59689 JC ), 15th Feb. 1980 . 

To be Jemdrs. 
CHM Bishan Singh (No . 4196057 now JC - 11498 ), 29th Apl. 
1900 . 

CHM Dewan Singh (No. 7860409 now JC -11499), 29th Apl. 
1980 . 

The J. – K . Regt. 

To bo Subdrs. 
Jem . Chhajju Singh (JC -9824 ), 18th July 1960. 
jem . Parkash Singh (JC -9828) and Jem . Padam Bahadur 
UC-7164 ), 29th July 1960 . 

To be Jemdrs. 
Hav , Purab Singh (No. 18710698 now JC -11475) , 10th June 
1960 . 

Hav. Suram Singh (No. 18712999 now JC -11476), 13th July 
1960 . 

Hav. Jaimal Singh (No. 13710282 now JC - 11477), 30th July 
1960 . 

Hav. Chain Singh (No. 18718661 now JC - 11478 ), 5th Aug. 
1960 . 


No, 1969 , dated 28rd Sep , 1960.- The President is plcased to 
make the following promotions:-- 

REGULAR ARMY 
Corps of Electrical and Mechanical Engineers 

To be Jem . ( Arint. Art ) 
CHM Arml Art Sachidanand (No . 6993741 now JC - 11520 ) , 
CHM Armt Art Gregory S . Pinto (No. 7016679 now JC - 11521). 
CHM Armt Art Bhimson (No. 7037584 110W JC - 11522), CHM 
Armt Art Gobind Ram (No . 7016808 now JC - 11525 ), CHM 
Arit Art Niranjan Singh YADO (No. 7025161 now JC - 11524), 
CHM Armi Art Kuldip Singh (No . 7016590 now JC - 11525 ), 
CHM Ariut Art Bishan Singh (No. 7024648 now JC - 11526 ) , 
CHM Armt Art K . Krishna Murly (No . 1196828 now JC - 11527) , 
CHM Armt Art Jai Ram Singh (No. 7015067 now JC - 11528 ), 
CHM Armt Art Sham Singh (No . 7015064 now JC - 11529), 
CHM Armt Art K . Ramakrisliniah (No . 1125009 now 1C - 11530 ). 
CHM Armt Art Kartar Singh (No . 7015673 now JC - 11591), 
CHM Arint Art I Govindaswamy (No . 1122496 now JC - 11582 ), 
CHM Armt Art A . Angamuthu Pillai No . 7016791 now JC 
11583 ), CHM Arnt Art Pritam Singh (No. 7016904 now JC 
11594 ), CHM Armt Art Mahesh Bahadur Singh (No . 7017287 
now JC - 11535 ), CHM Arint Art Ujjagar Singh No. 7016765 
now JC - 11536 ) and CHM Armt Art Anal Kumar Sen GUPTA 
(No. 7014343 now JC - 11587), 18th July 1960 . 

To be Jem . Artizan (Non -eligible categories ) 
Hav. T , and C . Smith Duli Chand (No . 7037081 now TC 
11538 ), Hay, Ptr. and Dectr . Anal Das (No . 7016715 now JC 
11589 ), Hay . T . and C . Smith Narayan Shantaram Deshpande 
(No . 7015222 now JC - 11540 ), Hay Turner Kehri Singh 
SORAUTRA (No. 7016600 now JC - 11541), Hav Turner Ram 
Prasad (No . 7015460 now JC - 11542 ). Hav . Turner Jaggat Singh 
(No. 7015228 now JC - 11543) and Hav . Refrig . Moch . T . 
Kuntikrishnan (No. 7014122 now JC - 11544), lat Aug. 1960 , 

To be Jem . (Driving Wing) 
Hav . Dyr . Jagir Singh (No. 7018737 now JC - 11545 ), Hay . 
Dyr . D . Natarajan (No . 7018652 now JC - 11546 ), Hay . Dyr . 
Mehar Singh (No . 7018739 now JC - 11547). Hay. Dvr, P . 
Subbiah (No. 7018845 now JC - 11548) and Hav . Dyr . Govinda 
sami (No. 7024761 now JC - 11519), 1st Aug. 1960 . 

S. V . IYER , Under Secy . 


No. 1954 , dated 24th Sep . 1960 . — The President in pleased to 
make the following promotions: 

REGULAR ARMY 

ASC (MT ) . 

To be Subdrs. 
21718 - JC Pd. Actg . Subdr, P . N . PANICKER , 18th July 
1959 . 

21977- JC Pd. Actg . Subdr. Khem Chand, 30th July 1959. 
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After "GRENADIERS" 
Insert " MARATII LICHT INFANTRY 

2744892 Hay. MAHADU SALUNKE , IDSM , 14th Aug. 


1959 " , 


ASC (GD ) (SD ) 

To be Sub . Muj. 
42606 -JC Pd. Actg . Sub . Maj. Clerk (GD ) (SD ) Ram Lal 
ARORA, 15th Oct. 1959 . 

To be Subdr. 
42702-JC Pd . Actg . Subdi, Clerk (GD ) (SD ) Jhangi Ram 
BATRA , 1st Jan . 1900 . 

S. R . GURUSWAMY, Under Secy . 


Under " Corps of Signals" . 
Against "6274952 CHM PREM SINGH " 
For " 16th Jan . 1960 " 
Read " 19th Jan , 1960 " 

B . P . SRIVASTAVA , Under Secy . 


KanaINEER SERV, Aug. 1960, ug. 1960eudum - 


No, 1961, dated 15th Sep , 1960 . Corrigendum . - In M . of D . 
Noun . Nu , 1627 , dated 10th Aug. 1960 published in Gazelle 
of India dated 27th Aug. 1960, under the heading MILITARY 
ENGINEER SERVICES, for " Shri Satyamangala Subba 
Ramaastry VENKATARAMAKRISHNAN " read " Shri Satya 
mangalavi Subba Ramasastry VENKATARAMAKRISHNAN " . 

BRIJ RAJ BAHADUR , Under Secy . 


No , 1958 , dated 23rd Sep . 1960. - The President is pleased to 
permit to underuentioned otiiler Lo rclinquish biv SSRC 
in the Army Medical Corps w .c .i. 29th May 1959 and to 
grant permanent regular winmission in the Army Medical 
Lurps from the same dale uilder the provisions of Govern 
ment of India , Min . of Def, letter No . F. 2 (II) / 59 /8133 / 
Dwed ), dated 29th May 1959 . 

REGULAR ARMY 

ARMY MEDICAL CORPS 
Pernianent Regular Commission 

To be LL. (on probn .) 
Harrington SOLOMON , M . B ., B .S . (MR - 1938 ) with senidrity 
for pay and promotion from 18th Jan . 1952, vide Al 31/ S / 48 . 

No . 1906 , dated 27th Sep . 1960 . - The President is pleased to 
permit the underrrcntioned officers to retire from Army fer 
vice : 


No, 1962 , dated 27th Sep . 1960 , - Corrigendun . - In M , of D , 
Noin . No. 996 , dated 23rd May ( 1960 , published in the 
Gazette of India dated 4th June 1960 for " JC -3939 P / A / Şub 
Maj /AE Benarsi DASS" read " JC -82329 P / A /Sub Maj /AE 
Benarsi DASS " . 

S. V . IYER , Under Secy . 


AIR BRANCII 
No, 1969, dated 24th Sep . 1960.-- The President is pleased to 
place the scrvices of the undermentioned officer at the dis 
posal of H . A . L ., vide Govt . of India , M , of D). letter No. Alt 
HQ / 21974 /67 / 102 /5696 / D (A - III), dated 12th Aug . 1960. 

INDIAN AIR FORCE 

G . D , (P ) Branch 
Sun. Ldr. J. M . Lowe (8478), 3rd Aug. 1960 . 

S. KRISHNAMOORTHY, Under Secy . 


RECULAR ARMY 

Regular Commissions 
Maj. Gian Singlı (IC 3385 ) Sigs., 5th Oct. 1960 . 
Maj. S . R . Sharma (IC 9190 ), A . O . C ., 8th Oct. 1960 . 
Maj. Prabh Dayal Lala ( IC 8441), A . O . C ., 9th Oct. 1960 . 
Maj. (A / Lt. Col.) C . F. Hamilton (IC 3462) Infy ., 31st Oct . 
1960 . 

Capt. S. R . Das Gupta (IC 8966) Engincers, 1st Oct. 1960 . 
No . 1957. dated 23rd Sep . 1960. - The President is pleased to 
permit the undermentioned officer to retire from the Regular 
Reserve of Officers (Clays X ); 

RECULAR ARMY 

Regular Reserve of Officers 
Capt. Ranbir Khattri, 2nd Oct. 1960 . 

MAHIDHAR , Under Secy . 


No , 1964 , dated 20th Sep . 1960 . – The President is pleased to 
promote the undertuentioned officer to the actg . rank of Gp. 
Capt. 

INDIAN AIR FORCE 

G .D . (P ) Brunch 
Wg. Cdr. D . Subia , Vr, C . (1866 ), 15th June 1960. 

N . A , PADMANABHAN , Dy . Secy. 


No , 1984 , dated 20rd Scp . 1960 . - 00 Civ . (Adm .) Shri S, C . 
SEKAR was granted privilege leave for 2 months and 15 days , 
w .c.f. the 23rd May , 1960 . He retired from service on the 
expiry of thig leave . 

K . K . DAR , Under Secy . 


No. 1968, dated 26th Sep . 1960 , - The following suby. promo 
tion is made: 

(W .O . lo be M .W .O . 

CRP /RIG (1) 
176 Sewa Singh , 15th Aug . 1960 . 
No. 1966, dated 21st Sep . 1960 . - The President is pleased to 
iclcaye troin the I. A . F . the undermentioned Short Service 
Commissioned officers from the datcs stated against their 
name, on completion of their term of re -employment . 


No . 1959, dated 1st Oct, 1960 , - The undermentioned is 
granted the Hony. rank of Capt. in the Army w . e.f. 12th Aug . 
1960 . 
Lt. Harish Chandra Gupta. 

H . C . SARIN , Jt. Secy . 


INDIAN AIR FORCE 


No, 1960, dated 23rd Sep , 1960 , - Corrigendum . - In M , of D . 
Notn . No, E5 , dated 20th Jan , 1960 , regarding grant of hony. 
tanks under RAI Rule 346 . 

To be Honorary Jemudars 
Under " MADRAS ENGINEERS" 

Delete " 2744832 Hav. MAHADU SALUNKE, IDSM , 14th 
Aug. 1959 " . 


A and SD BRANCH 
Flt. Lt. K . S. Obcroi (2837), 25th Aug. 1960 . 
Flt. Lt. P . L . Akcrs (2071 ), 1st Sep . 1960 . 

No, 1967, dated 25th Sep . 1960 . - Corrigendum . - Min . of Def 
Notn . No . 783, dated 8th May 1948 , in so far as it relate 
to Fg. Off , S. Y , Ranade, is amended as under: 
For " 30th May 1947" read " 24th May 1947" , 

S . KRISHNAMOORTHY, Under Secy. 


